To:  Mylott,  Richard[Mylott. Richard@epa.gov] 

From:  Ford,  Dana 

Sent:  Sun  8/9/2015  1 1:35:00  PM 

Subject:  CNN  on  waste  water  spilled 

Hello  Rich  --  My  name  is  Dana  Ford.  I'm  a reporter  with  CNN  in  Atlanta. 


I'm  writing  because  I'm  wondering  whether  there  is  any  update  to  the  situation  there  on 
the  Animas  River.  I'm  reading  elsewhere  that  the  initial  estimate  of  one  million  gallons 
has  been  bumped  to  three  million.  Is  that  correct?  What  else  is  important  to  know  about 
the  response? 


Many  thanks, 
Dana 


CNN  Newsdesk  Editor 
(404)  827-5872 
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